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(This notice is NOT to be filed in Agency 
manuals. Please destroy after reading.) 


PERSONNEL | | 
25 November 


ANNOUNCEMENT OF APPOINTMENT TO KEY POSITION 


OFFICE OF SPECIAL PROJECTS 


Effective 16 November 1970, Harold L. Brownman was 
appointed Director of Special Projects, DDS&T vice 
John J. Crowley. 


FOR THE DIRECTOR OF CENTRAL INTELLIGENCE: 


JOHN W. COFFEY 
Acting Deputy Director 
for Support 
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